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PAGE 01 STATE 020407 
ORIGIN EA-09 

INFO OCT-01 ISO-OO SY-05 /015 R 

DRAFTED BY EA/EX:DAWETHERBEE:EG 

APPROVED BY E A/EX : HRMILLS 

EA/EX:TSOLITARIO 

DESIRED DISTRIBUTION 

A/SY/FO 

291228Z 106026/13 

R 2823 10Z JAN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK 
INFO AMCONSUL HONG KONG 
USLO PEKING 

UNCLAS STATE 020407 

HONG KONG FOR RSS 

E.O. 11652: N/A 

TAGS:AFSP, ASEC 

SUBJECT :EMERGENCY GENERATOR FOR USLO PEKING 

REF: A. HONG KONG 1035 TO SECSTATE, INFO PEKING 
- B. 76 STATE 300048 TO BANGKOK 

1 . REFTEL A., SELF-EXPLANATORY REQUEST ON POSSIBLE 
AVAILABILITY OF GENERATOR FOR EMERGENCY POWER USE AT 
PEKING, IS BEING REPEATED BANGKOK. 

2. REFTEL B. OF 12/10/76 AUTHORIZED BANGKOK TO CARRY OUT 
REPAIRS ON CERTAIN GENERATORS TURNED OVER TO EMBASSY BY 
U.S. MILITARY. MOST OF THIS EQUIPMENT IS OF 100KW CAPACITY. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 020407 

3. REQUEST BANGKOK RESPOND TO QUESTIONS CONTAINED IN 
PARA 4 REFTEL A.. BEARING IN MIND THAT PEKING'S RELATIVE 
ISOLATION REQUIRES THAT POST BE AS SELF-SUFFICIENT AS 
POSSIBLE ON MAINTENANCE AND SPARE PARTS. BUREAU WILL 
FUND SHIPMENT IF ONE OF UN.TS NOW BEING SERVICED BANGKOK 
IS SELE-TED FOR USLO. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE020407 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DAWETHERBEE:EG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770032-1316 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 6/aaaaafix.tel 

Line Count: 62 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 716270da-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 HONG KONG 1035 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3618208 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY GENERATOR FOR USLO PEKING 
TAGS: AFSP, ASEC 
To: BANGKOK 
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